Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


Message Text 


PAGE 01 NATO 01052 261418Z 

70 

ACTION EUR- 12 

INFO OCT-01 ISO-OO ACDA-10 CEQ-01 CIAE-00 DOTE-OO EPA-04 
HEW-06 HUD-02 INR-07 INT-05 L-02 NSAE-00 NSC-05 

NSF-02 OIC-02 PA-02 PM-03 PRS-01 SAJ-01 OES-05 SP-02 

SS-15 TRSE-00 USIA-15 FEA-01 /104W 

056376 

R 261025Z FEB 75 
FM USMISSION NATO 
TO SECSTATE WASHDC 325 

UNCLAS USNATO 1052 

DEPT PLEASE PASS TO HUD FOR GERALD S. LEIGHTON, FEA FOR WILLIAM 
PORTER, AND EPA FOR F. ALIEN HARRIS 

E.O. 1 1652: N/A 
TAGS: CCMS, ENRG 

SUB J : CCMS: RATIONAL USE OF ENERGY - MODULAR INTEGRATED UTILITY 
AND TOTAL ENERGY SYSTEMS (MIUS) PROJECT MEETING, APRIL 10-11, 

1975 

REF: (A) STATE 31511; (B) STATE 245701 

MISSION HAS EXPLORED WITH SECRETARIAT THE POSSIBILITY OF OBTAI 
NING FACILITIES TO HOLD SUBJECT MEETING AT NATO HEADQUAR 
TERS ON THURSDAY AND FRIDAY, APRIL 10-11, IMMEDIATELY FOLLOWING 
APRIL 8-9 CCMS SPRING PLENARY HERE. CONFERENCE FACILITIES 
HERE ALREADY HEAVILY BOOKED ON THOSE DAYS, BUT FOLLOWING COMB 
INATION COULD BE MADE AVAILABLE FOR MIUS GROUP: ROOM 17 IN 
THE UNCLASSIFIED AREA (THE USUAL ROOM FOR SUCH CCMS EXPERTS 
MEETINGS HELD HERE) FOR APRIL 10, AND A ROOM IN THE CLASSIFIED 
AREA (SECTION OF BUILDING IN WHICH CCMS PLENARIES ARE HELD) 

FOR APRIL 1 1 . LATTER WOULD POSE NO PROBLEM, EXCEPT THAT NAMES 
OF ATTENDEES WITHOUT CLASSIFIED AREA VISITORS PASSES (WHO 
WOULD THEREFORE NEED TO BE ESCORTED) WOULD BE NEEDED IN ADVANCE. 
SIMULTANEOUS INTERPRETATION EQUIPMENT WOULD BE AVAILABLE IN 
UNCLASSIFIED 

PAGE 02 NATO 01052 261418Z 

BOTH ROOMS, BUT SO FAR SECRETARIAT HAS ONLY BEEN ABLE TO MAKE 
FIRM COMMITMENT FOR NATO INTERPRETER PERSONNEL ON SECOND DAY 
(1 1TH). WE ARE STILL WORKING ON INTERPRETERS FOR THURSDAY 
THE 1 0TH.MCAULIFFE 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 

UNCLASSIFIED 

« END OF DOCUMENT » 
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